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10 Decamber 1971 


MEMORANDUM FOR: Deputy Director for Intelligence 
Deputy Director for Science and Technology 
Chairman, Board of National Estimates 


SUBJECT: NSCIC Working Group Meeting 


1. This will confirm that the first meeting of the NSCIC 
working group will meet in the DCI Conference Room at 2:30 on 
Monday, 13 December. 

2. Principals should feel free to bring another representative 


to the meeting, if they wish. 


(Signed) Bronson Tweedy 


Bronson Tweedy 
D/ DCH NIPE 


NIPE; BT;dm 
Distribution: 
3 - Addressees 


"i NIPE/ subject 
1 - NIPE/chrono 


Approved For Release 200140 Beat 


‘aco 
ao OUR 0100050027-1 
= flaca iesisa isa 


